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TAGS: PORG, EAIR, ICAO 

SUBJ: ICAO - AIR TRANSPORT COMMITTEE (AT-OB 84-1) 

1. FRANCE ELECTED VICE CHAIRMAN. 

2. ITEMS 2 AND 3 MINOR DISCUSSION. 

3. ITEM 4 LEAD TO 2-HOUR DISCUSSION, BUT NO SUBSTANTIVE 
CHANGES INDICATED. 

4. AT OPENING OF MEETING (ITEM 2), CHINA REP REVIEWED BRIEFLY 
THE HISTORY IF ICAO, CITING PREAMBLE OF CHICAGO CONVENTION AND 
DEVELOPMENT OE THE 17 TECHNICAL ANNEXES AS ICAO'S GREATEST 
ACHIEVEMENT BECAUSE THESE STANDARDS HAD BEEN ACCEPTED ON A WORLD- 
WIDE BASIS. HE STATED THAT TECHNICAL WORK OF ICAO OVERSHADOWED 

ITS WORK IN AIR TRANSPORT FIFED. HE FELT THAT WORK OF AIR 
TRANSPORT COMMITTEE HAD BEEN UNDERRATED IN PAST AND WAS 
PLEASED TO NOTE THAT THERE IS IN THE PLANNING/DISCUSSION STAGE 
AN AIR TRANSPORT CONFERENCE OR AN EXTRAORDINARY SESSION OF THE 
ASSEMBLY TO CONSIDER AIR TRANSPORT PROBLEMS EACING THE WORLD. 
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6. HE STATED THAT THIS IS FIRST TIME THAT SUCH A MEETING WAS 
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CONSIDERED AND HOPED ICAO WOULD ATTACH GREAT IMPORTANCE TO IT. 

HE SUGGESTED THAT MEETING BEGIN WITH REVIEW OF PROBLEMS OE 
AIR TRANSPORT ON WORLDWIDE BASIS RATHER THAN ON BASIS OE LEW 
COUNTRIES. AND SUBJECTS EOR SUCH A MEETING SHOULD INCLUDE SUCH 
AREAS AS WORLDWIDE EQUITABLE DEVELOPMENT OE CIVIL AVIATION AND 
PROBLEMS LACING CIVIL AVIATION, PARTICULARLY IN THE DEVELOPING 
COUNTRIES. 

HARPER 
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